The repulsive field around the reactor only appeared at the hemisphere part of the reactor and not at the base of the reactor.

Furthermore the repulsive field disappeared when the waveguide was placed atop the reactor hemisphere.

How was the waveguide able to approach the hemisphere at all if the field repels even a human hand or golf ball?

During the table top demo, the candle was placed about 6 feet beyond the end of the emitter tube.

During the table top demo, the black void appeared at the focal point about 3.5 to 4 feet from the end of the emitter tube.

An emitter is a pipe about 4 feet in length by 2 feet across with plates around the outside of it
 and is suspended from the floor of the level above by a smaller flexible pipe about 3 inches across 

The candle was removed and apparently Barry changed the output somehow and a black dot formed at the focal point.



